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ACTION ARA-10 

INFO OCT-OI ISO-00 EB-07 /018W 

038481 

R 14I645Z FEB 75 
FM AMEMBASSY LA PAZ 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5671 

UNCLAS LA PAZ 1 128 

E.O. 11652: N/A 
TAGS: BEXP, BL 

SUBJECT: "EARLY WARNING": MATERIALS AND EQUIPMENT TO 
IMPROVE THE WATER SUPPLY SYSTEM OF COCHAMBA, 

BOLIVIA 

REF: (A) LA PAZ A-213 (B) LA PAZ 7924 

1. THE SUBSECRETARY OF THE MINISTRY OF URBAN AFFAIRS & 

HOUSING ADVISED THAT A TENDER WILL NOT BE ISSUED FOR A CON- 
SULTING FIRM TO SUPERVISE THE CONSTRUCTION OF THE WATER SUPPLY 
SYSTEM. A LOCAL ENGINEER HAS BEEN CONTRACTED TO PERFORM THIS 
FUNCTION. 

2. SUBSECRETARY FURTHER ADVISED THAT APPROVAL OF IDB LOAN IS 
EXPECTED DURING MARCH, 1975. 

3. ISSUANCE OF TENDERS FOR MATERIALS, SUPPLIES AND EQUIP- 
MENT IS EXPECTED TO BE RELEASED LATE MARCH, 1975. 

4. INTERESTED FIRMS ARE ENCOURAGED TO COMMUNICATE DIRECTLY WITH: 
MY. ING EDGAR CLAURE PAZ 

SEMAPA 
CASILLA 1647 
COCHABAMBA, BOLIVIA 

5. SUBSECRETARY FURTHER ADVISED THAT ANOTHER LOAN REQUEST 
WILL BE SUBMITTED TO IDB LATER THIS YEAR TO IMPROVE THE WATER 
SUPPLY SYSTEMS OF THE CITIES OF ORURO, TRINIDAD AND TARIJA. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LA PAZ 01128 141817Z 

AS DEVELOPMENTS OCCUR, THEY WILL BE REPORTED SEPARATELY. 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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